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Abstract 

The aim of the DIRAC experiment at CERN is to provide an accurate determi- 
nation of S-wave irir scattering lengths from the measurement of the lifetime of the 
7T + 7r - atom. The measurement will be done with precision comparable to the level of 
accuracy of theoretical predictions, formulated in the context of Chiral Perturbation 
Theory. Therefore, the understanding of chiral symmetry breaking of QCD will be 
submitted to a stringent test. 



INTRODUCTION 

The low-energy dynamics of strongly interacting hadrons is under the domain of non- 
perturbative QCD, or QCD in the confinement region. At present, low energy pion-pion 
scattering is still an unresolved problem in the context of QCD. However, the approach 
based on effective chiral Lagrangian has been able to provide accurate predictions on 



the dynamics of light hadron interactions [1]. In particular, Chiral Perturbation Theory 
(CHPT) allows to predict the S-wave tttt scattering lengths at the level of few percent 
[2]. Available experimental results, on their side, are much less accurate than theoretical 
predictions, both because of large experimental uncertainty and, in some cases, unresolved 
model dependency [3]. 

The DIRAC experiment aims at a model independent measurement of the difference A 
between the isoscalar ao an d isotensor (12 S-wave irir scattering lengths with 5% precision, 
by measuring the lifetime of the pionium ground state with 10% precision. 

PIONIUM 

Pionium (^271-) is a Coulomb weakly-bound system of a tt + and a ir~ , whose lifetime 
is dominated by the charge-exchange process to two neutral pions. The Bohr radius is 
387 fm, the Bohr momentum 0.5 MeV/c, and the binding energy 1.86 keV. The decay 
probability is proportional to the atom wave function squared at zero pion separation and 
to the square of A = ao — 02- Using the values of scattering lengths predicted by CHPT, 
the lifetime of the ir + ir~ atom in the ground state is predicted to be 3.25 xl0~ 15 s [2]. 

Production of A-^ 

In DIRAC, 7r + 7r~ atoms are formed by the interaction of 24 GeV/c protons with nuclei 
in thin targets [4] . If two final state pions have a small relative momentum in their system 
(q ~ lMeV/c), and are much closer than the Bohr radius, then the A2 n production 
probability, due to the high overlap, is large. Such pions originate from short-lived sources 
(like p and u>), but not from long-lived (77, Kg), because in the latter case the two-pion 
separation is larger than the Bohr radius. The production probability for Ai-k can then 
be calculated using the double inclusive production cross section for 7r + 7r~ pairs from 
short-lived sources, excluding Coulomb interaction in the final state [5]. Evidence for A-^ 
production was reported in a previous experiment [6] . 

Fate of Aik 

Pionium travelling in matter can dissociate or break up into a pair of oppositely charged 
pions with small relative momentum (q < 3 MeV/c) and hence with very small angular 
divergence {0 < 0.3 mrad). This process competes with the charge-exchange reaction or 
decay, if the target material is dense so that the atomic interaction length is similar to 
the typical decay length of a few GeV/c dimeson atom (a few tens of microns). In a 
100//m Ni foil, for example, the A2 n breakup probability (~ 47%) becomes larger than 
the annihilation probability (~ 38%). This breakup probability depends on the target 
nucleus charge Z, the target thickness, the momentum, and on the t^tt lifetime [5,7]. 

Measurement of the A2 W lifetime 

For a target material of a given thickness, the breakup probability for pionium can be 
experimentally determined from the measured ratio of the number of dissociated atoms 
(ha) to the calculated number of produced A2 n (Na)- Thus, by comparison with the 
theoretical value, known at the 1% level, the A2 n lifetime can be determined. 

The number ua of detected "atomic pairs" is obtained from the experimental distribu- 
tion of relative momenta q for pairs of oppositely charged pions. It is however necessary to 
subtract a background contribution, arising mainly from Coulomb-correlated pions pairs 
in the q region, where the A2 n signal is prominent (q < 2 MeV/c). The low-g background 
contribution is obtained with an extrapolation procedure using the shape of the acciden- 
tal pair g-distribution recorded in the region q > 3 MeV/c, taking into account e.m. and 
strong 7r + 7r - final state interactions [7]. 

From the measured ratio ua/Na a value for the A2 n ground state lifetime can be 
extracted and, hence, a value for A = \oq — 02 1. 



THE EXPERIMENTAL APPARATUS 



The DIRAC experimental apparatus (Fig. 1) [4], devoted to the detection of charged 
pion pairs, was installed and commissioned in 1998 at the ZT8 beam area of the PS East 
Hall at CERN. After a calibration run at the end of 1998, DIRAC has been collecting data 
since the summer of 1999. 

The primary PS proton beam of 24 GeV/c nominal momentum struck the DIRAC tar- 
get. The non-interacting beam travels below the secondary particle channel (tilted upwards 
at 5.7° with respect to the proton beam), until it is absorbed by a catcher downstream 
of the setup. Downstream the experimental target, secondary particles travel across the 
following detectors: three planes of Micro-Strip Gas Chambers (MSGC) and two orthog- 
onal stacks of scintillating fibers (Scintillating Fiber Detector SFD) to provide tracking 
information upstream of the spectrometer magnet; two planes of vertical scintillator slabs 
(Ionization Hodoscope IH) to detect the particle energy loss. Downstream the IH, the 
secondary beam enters a vacuum channel extending through the poles of the spectrometer 
magnet of 2.3 Tm bending power in the tilted horizontal plane. Downstream the analyzing 
magnet, the setup splits into two arms (inclined by 5.7° in the vertical plane, and open by 
±19° in the horizontal plane) equipped with a set of identical detectors: 14 drift chamber 
(DC) planes, one plane of vertical scintillating strips (Vertical Hodoscope VH) and one 
of horizontal strips (Horizontal Hodoscope HH) for tracking purposes downstream of the 
magnet; furthermore, a N2 gas-threshold Cherenkov counter (CH), a Pre-Shower Detec- 
tor (PS), consisting of Pb converter plates and of vertical scintillator slabs, and a Muon 
counter (MU) , consisting of an array of vertical scintillator elements placed behind a block 
of iron absorber, with the aim of performing particle identification at the trigger or offline 
levels. 




A multi-level trigger was designed to reduce the secondary particles rate to a level 
manageable by the data acquisition system, and to yield the most favorable signal-to-noise 
ratio, by selecting pion pairs with low relative momentum in the pair system (or small 
opening angle and equal energies in the lab system) and by recording a sufficiently large 
number of accidental pairs for the offline analysis. An incoming flux of ~10 11 protons/s 
would produce a rate of secondaries of about 3xl0 6 /s and 1.5xl0 6 /s in the upstream 
and downstream detectors, respectively. At the trigger level this rate is reduced to about 
2xl0 3 /s, with an average event size of about 0.75 Kbytes. With the 95/um thin Ni target, 
the expected average y^vr yield in the geometrical and momentum setup acceptance is 
~ 0.7 x 10~ 3 /s, equivalent to a total number of ~ 10 13 protons on target to produce one 
dimeson atom. 

RESULTS FROM FIRST DATA TAKING 

A preliminary analysis was performed on a sample of data (Ni target) collected during 
this summer. The sample consisted of about 10 7 events, corresponding to ~ 1/3 of the 
statistics, accumulated in a 3-week run period. The data analysis was mostly dedicated 



to the calibration of individual detectors and to the tuning of reconstruction algorithms. 
However, some general features of the apparatus response were investigated, and some 
results will be presented hereafter. 

Figure 2 shows the time difference between hit slabs in the left and right vertical 
hodoscopes for events with one single track reconstructed in each detector arm. Within a 
trigger window of 45 ns, one observes the peak of "on-time" hits associated to correlated 
particles, over the background from accidental hits. The width of the correlated-pair events 
yields the time resolution of the hodoscope (a ~ 420 ps at the time of measurement, 
recently improved to ~ 250 ps). The asymmetry on the right of the coincidence peak is 
due to admixture of protons in the "7r + " sample, thus corresponding to events of the type 
ir~p. 
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Fig. 2. Time difference between 
left and right VH scintillator slabs, 
hit by particles. 



Such a contamination sample can be isolated by the time-of-flight measurement along 
the path from the target to the hodoscope. The discrimination between 7r - 7r + and ir~p 
pairs is effective for momenta of positively charged particles below 4.5 GeV/c. This is shown 
in Fig. 3, where the laboratory momentum of the positive particle in the pair is shown as 
a function of the arrival-time difference in the vertical hodoscope. The spectrometer single 
particle momentum acceptance is within the range 1.3 to 7.0 GeV/c. 

In Fig. 4, the distribution of the longitudinal component {qi) of the relative momentum 
in the pair system is shown for two samples of events: those (Fig. 4a) occurring with time 
differences close to zero (real coincidence plus admixture of accidental pairs), associated 
to free pairs with and without final state interaction; and those (Fig. 4b) occurring at time 
differences far from the peak of correlated pairs (only accidental pairs) . 
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Fig. 3. Momentum of positive par- 
ticle as a function of time differ- 
ence between left and right hit 
slabs of the vertical hodoscopes. 



Finally (Fig. 4c), the qi distribution of correlated pion pairs is obtained from the 
difference between the distributions of Fig. 4a and 4b, taking into account the relative 
normalization factor. The distributions in Fig. 4 were obtained from a sample of two-track 



events, preselected with momentum of the positive particle less than 4.5 GeV/c, to reject 
unresolved ir~p pairs, and with transverse component (qr) of the relative momentum 
below 4 MeV/c, to increase the fraction of low relative momentum pairs. For values of 
qL corresponding to correlated pairs (\qL\ < 10 MeV/c) the production cross section 
of Coulomb pairs is enhanced with respect to the cross section of non-Coulomb pairs: 
Coulomb attraction in the final state is responsible for the peak in the qL distribution 
(Fig. 4a and 4c) at small qL- 

A preliminary estimate of the number of pairs associated to breakup results in a 
contribution of about 100 "atomic pairs" in the region \qi\ < 2 MeV/c. 
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Fig. 4. Distribution of the lon- 
gitudinal component of the rel- 
ative momentum for: (a) time- 
correlated pairs; (b) accidental 
pairs; (c) spectrum of time- 
correlated minus accidental pairs. 



The reconstruction of Coulomb-correlated tt + tt~ pairs is sensitive to the precision of 
the setup alignment. Any misalignment of the tracking system in one arm relative to the 
other arm would generate asymmetrical errors on the reconstructed momenta. This would 
lead to a systematic shift and additional spread of the Coulomb enhanced peak in the qL 
distribution. The mean value of the Coulomb peak is 0.1 MeV/c, well within the accepted 
tolerances. 

When reconstructed momenta of oppositely charged particles are symmetrically overes- 
timated or underestimated then a calibration using detected resonances is adequate. This 
is done by reconstructing the effective mass of n~p pairs, also detected in the spectrom- 
eter. Figure 5 shows the invariant mass distribution of correlated n~p pairs with proton 
momentum >3 GeV/c. 
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Fig. 5. Invariant mass of recon- 
structed ir~p pairs. 



A clear signal at the nominal A mass is observed. Such events originate from a few 
GeV/c A, with the decaying proton emitted backward and the pion emitted forward in 
the A system, and both decay particles characterized by small transverse momenta. The 
experimental mean value and standard deviation of the mass peak are 1115.60 and 0.92 
MeV/c 2 , respectively. These mass parameter values suggest an excellent calibration of 



the momentum scale, with accuracy in momentum reconstruction better than 0.5% in the 
kinematic range of detected A decays, and the absence of errors in the telescope alignment, 
which otherwise would cause a displacement of the A mass peak value. 



CONCLUSION 

The DIRAC experiment has begun to collect data this year. A preliminary investigation 
of the apparatus performances demonstrates its full capability to pursue the foreseen ex- 
perimental program. Improvements to the hardware as well as software tools have already 
been implemented in the second run period, currently in progress. These will certainly re- 
sult in better quality of the data and will contribute to the aimed measurement precision 
of the pionium lifetime. 
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